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SUBJECT: Contract Amendment 


1. I recommend adding the following items to E of Appendix 1 

Be E2(n)25 test tapes to test all components of the system N\ 
should be provided by contractor. This preferably would be 4 
single tape with voice announcements between the various tests 
to be performed and recorded for all performing equipment, sub= 
system or total system tests. 


De Bei) A reasonable supply of spare parts, including & H 
depot spare kit and extra quantities of such items 4s were pro- 
duced uniquely for these unite or for other reasons are expected 
to go out of production. A kit should exist for each item listed 


in 2eBe, 2.00, Seley 2.Gs, See, and 2.f. =) a 


Co £2(3) 25 parts liste of all items of equipment used in all are 
equipments including manufacturer, manufacturer's part number and . : 7 
part ratings. aoure - 
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The latter item (j) should apply to all systems ag well as ground 
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